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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 




Mazdoor Kisan Shakti Sangathan 
"The Right to Information, The Right to Live'' 
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32: Cutting tools] 
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Indian Standard 

DIMENSIONS FOR 
GROUND CARBIDE ROUNDS 



1. Scope — Covers the dimensions for ground carbide rounds required for metal cutting, wear resis- 
tance and general applications. 

2. Dimensions 
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All dimensions in millimetres. 
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Note — Sizes given in brackets are non-preferred. 
'^Indicates recommended length. 
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18 : 11441 - 1986 

3. Material — The carbide shall conform to 18:2428-1964 'Application of carbide for machining, 
range of application and colour codes'. 

4. Designation — A ground carbide round having 3*0 mm diameter and 25 mm length with range of 
application K10 and conforming to this standard shall be designated as: 

Ground Carbide Round 3*0 x 25 IS : 11441 K10 

6. Packing — Ground carbide rounds shall be suitably packed to avoid damage in handling. 

6. Marking — The carton containing ground carbide rounds shall be marked with the designation, 
range of application and colour code as per IS : 2428-1964. 



EXPLANATORY NOTE 

Carbide rounds in sintered condition are covered in IS : 9775-1981 'Dimensions for carbide 
flats, squares and rounds'. 

This standard has been prepared ih accdrdaflbe With the cUfrent manufacturing practices pre* 
valent in the industry. 
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